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Message Text 


E.O. 11652: NA 

TAGS: OGEN, ETRD, EIND, TBIO, JA 

SUBJECT: FDA ADVISORY - CATHETER TRAYS CONTAINING DEFECTIVE 
STERILE GLOVES (RECALL T-097-8) 

REF: STATE 137415 


1 . TRAVENOL PACIFIC LTD. OFTOKYO, ONE OF TWO JAPANESE 
CONSIGNEES MENTIONED IN REFTEL, CONFIRMED THAT THE FIRM 
HAD RECEIVED RECALL INSTRUCTIONS FROM VICRA DIVISION OF 
TRAVENOL LABORATORIES, INC. AND THAT IT HAD TAKEN 
NECESSARY ACTION. 


2. SUMITOMO CHEMICAL CO. OF OSAKA. MENTIONED IN REFTEL 
AS THE OTHER JAPANESE CONSIGNEE, TOLDTHE EMBASSY THAT 
THE FIRM HADNOT REPEATNOT RECEIVED ANY SHIPMENT OF THE 
PRODUCTS RECALLED. MANSFIELD 
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